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SUBJECT: SENTRIES FS-2W METAL DETECTORS 

REF: A-4479 

1 . IN SEOUL INSTALLATION OF MODULAR ARMORING MATERIALS HAS BEGUN. 
TO COMPLEMENT THESE BARRIRS AND TO FURTHER IMPLEMENT THE NEW 
LOBBY ACCESS CONTROL STANDARDS, TSO REQUESTS ONE EACH SENTRIE 
MODEL FS-2W METAL DETECTOR. TO SIMPLIFY LOGISTICS, WOULD 
APPRECIATE SHIPMENT OF THIS UNIT DIRECTLY TO RSO/SEOUL. 

2. FYI: ULTIMATELY A TOTAL OF THREE SENTRIE SYSTEMS WILL BE 
REQUIED IN SEOUL. REQUIREMENTS IN JAPAN AND PRC ARE NOT YET 
FIRM. 
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